LLANGOLLEN  URBAN  DISTRICT  COUNCIL 


LIBRARY 


) 

INTERIM  ANNUAL  REPORT  OF  MEDICAL  OFFICER  OF  HEALTH 

YEAR  ENDED  31st  December  1940 


Statistics 

Area  of  district  in  acres 
Population  Est.lS40  (Registrar  Gen.) 
Rateable  Value  at  December  1940 
Product  of  a Penny  rate 


BY,  3 >107 
U 3,180- j 

£ 68  - 4 - 6 


Numb  ex*  of 

Live  Births  Legitimate 

M. 

16 

F. 

18 

Total 

illegitimate 

2 

- 

36 

Ni mber  of 

- U>  race  11.32 
Deaths 

18 

32 

50 

Death  rate  15.07 

No. 29  Puerperal  Sepsis  nil 

No. 30  Other  puerperal  causes  nil 


Death  rate  of  children  under  one  year  of  age:- 
All  infants  per  1,000  live  births. 

Legitimate  infants  per  1,000  live  births  55.5 

Illegitimate  nil 


Deaths  from  cancer  (all  ages)  8 
" " measles  0 

” ” Whooping  cough  0 

"v  ” Diarrhoea  under  2 yr$0 


Number  of  Infectious  diseases  notified:- 

Scarlet  Fever  CNE 

Diphtheria 

EIGHT 

Whooping  Cough  TEN 

Measles 

TEN 

Pneumonia 

SIX 

TUBERCULOSIS 

New  cases  reported. 

Deaths 

M.  F. 

M.  F. 

3 2 

1 

All  cases  of  pulmonary 

tuberculosis . 

Of  the  number  of  deaths  recorded  during  +.)ie  year  21  were 
over  the  age  of  70,  equal  to  42%  of  the  total  deaths. 


of  persons 


Although  there  was  an  influx  of  evacuated  persons  to  the  district,, 
mostly  children,  there  has  been  no  untoward  incidence  of  sickness. 
All  the  children  were  examined  as  they  arrived. 

There  is  no  matter  calling  for  special  report. 


SANITARY  CIRCUMSTANCES  OP  THE  AREA 

There  is  an  excellent  water  £ apply  to  the  district  which  is 
maintained  in  an  efficient  nanner.All  water  is  treated  by  mechanical 
filters  and  chlorinated. 

The  collection  of  House  refuse  and  the  disposal  of  same  is  carried 
out  at  regular  intervale. 

Sanitary  inspections,  are  also  carried  out  and  defects  are  remedied 
although  structural  defects  are  the  cause  of  much  delay  owing  to 
the  shortage  of  labour  and  of  materials. 

No  slaughter  of  animals  now  takes  place  in  the  district  but 
butchers  and  other  food  shops  are  frequently  visited  by  the  Food 
Inspector  in  order  to  safeguard  the  food  supply. 

In  the  present  circumstances  it  has  not  been  possible  to  take  any 
action  in  regard  to  sewafce  disposal. 

Water  supply  and  sanitary  arrangements  to  the  schools  is 
satisfactory . 

lamping  sites  have  presented  no  difficulty  during  the  year. 

There  are  no  swimming  pools  in  the  district. 

Yours  obediently 
(SIGNED)  RJjRINKWATER 

July  1941..  Medical  Officer  of  Health. 
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